From: 

Sent: 

To: 


joan kurczak [jkurczak@gmall.com] 

9/16/2017 2:29:28 PM 

contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 

Subject: Re: 


Thank you Governor Cooper for delaying the vote on the Atlantic Coast Pipeline! It gives me hope that you 
will keep working for environmental issues and safeguards against more and more deleterious actions against 
our fragile ecosystem. 

Joan Kurczak Evans 

On Fri, Sep 15, 2017 at 9:03 AM, contactgov < contactgov@nc.gov > wrote: 

Good Morning Ms. Kurczak, 


Thank you for contacting Governor Cooper's Office. We appreciate you taking the time to voice your concerns. Your 
information and electronic mail have been documented for further review and consideration. Please let us know if you 
have any other requests. 


Kind Regards, 


The Office of Governor Roy Cooper 
Office of Public Engagement 
919-814-2000 


From: joan kurczak lmailto: ikurczak@gmail.coml 
Sent: Friday, September 15, 2017 7:43 AM 
To: Regan, Michael S < Michael.Regan@ncdenr.gov > 
Cc: contactgov < contactgov@nc.gov > 

Subject: 


It is crucial that you deny the 401 water certificate permit. It is so important that we all get together to prevent 
even more environmental degradation! 

Joan Evans 


Durham, NC 27707 






















